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SUBJECT: METEOROLOGICAL INSTRUMENTS EXHIBITION, TEHRAN, 
APRIL 11-15, 1975 

REF: METEOROLOGICAL INSTRUMENTATION STUDY USTC, JUNE 1975 

1 THE RESEARCH FOR THE SUBJECT EXHIBITION HAS BEEN RE- 
VIEWED. THE FOLLOWING QUESTIONSSHOULD BE ANSWERED BEFORE 
FINAL PLANNING AND PROCUREMENT CAN PROCEED. 

1. WILL THE EVENT DRAW ENOUGH OF THE IRANIAN GOVERNMENT 
DECISION MAKERS TO JUSTIFY THE EXHIBITION? SINCE WE HAVE 

NO ALTERNATIVE AUDIENCE WE MUST BE ASSURED OF A REASONABLE 
TURNOUT. 

2. IS THE PROPOSED DATE OF APRIL 1 1-15, 1976 AGREEABLE 

TO THE IRAN METEOROLOGICAL ORGANIZATION AND THE OTHER 
INTERESTED GOVERNMENT AGENCIES? 

3. IS THERE ANY INTEREST ON THE PART OF IMO OFFICIALS IN 
A SYMPOSIUM OR SEMINAR CONCERNING INSTRUMENTATION 
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